THROUGH GERMAN SPECTACLES
do not even know what country they are over; that
is probably the explanation of some, at least, of the
bombings of places in southern Ireland. It is most
likely that the airmen responsible thought they were
over South Wales. For it is difficult to imagine that
the Nazis could have any object in violating the
territory of a Government, that has, at all periods
of the present conflict, maintained such impeccable
neutrality.
German Bombing Methods
The German airmen have, we know, an uncanny
capacity for hitting hospitals. That is not, in all
probability, because they aim at the hospitals; if
they did, the hospitals would probably not be hit;
indeed, they probably aim at nothing in particular.
They simply dump their bombs on the built-up
area. Yet the German people are persuaded that
their airmen spare our hospitals carefully and that
our airmen deliberately attack theirs. *One of their
(the British airmen's) favourite targets is hospitals,*
said Hitler in his speech of December 10. 'Churchill
assigns hospitals as targets/ he said in his New Year's
proclamation on December 31. We know that that is
absolute nonsense. It is inevitable, however, that a
hospital must sometimes be hit if it happens to be
situated near a military objective. The offence of the
German airmen is that, at night, they do not even
try to hit a military objective. They bomb indis-
criminately, knowing nothing and caring nothing
about the precise effect of their bombs, so long as
some destruction is caused. They are, in fact3 people